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EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM, US HU 

SUBJECT: US OSCILLOSCOPES AND ACCESSORIES TO HUNGARY - IL 1584 

REF: A. COCOM DOC (73) 2172 (STATE A-8947) 

B. STATE 230202 

1. CITING US CLARIFICATION OF POSITION ON 1584 AN PROPOSAL 
(REF B, TRANSCRIBED AS COCOM DOC (73) DEF 1584/4) THAT 
COMBINATION OF ELEMENTS IN SYSTEM MUST BE REASONABLE, 
FRENCH DEL RESERVED ON THE TWO TYPE 7A1 1 SINGLE TRACE 
AMPLIFIERS IN PART A OF REF A. HE FELT DC-250 MHZ 
BANDWIDTH WAS NOT REASONABLE FOR END USE CITED AND 
REQUESTED CLARIFICATION. 

2. BALANCE OF PART A AND ALL OF PART B APPROVED. 

3. REQUEST INSTRUCTION FOR RESPONSE TO FRENCH DEL. 
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Current Classification: UNCLASSIFIED 

Concepts: ELECTRONIC EQUIPMENT, EXCEPTIONS LIST, OSCILLOSCOPES, ELECTRON TUBES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 28 NOV 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: morefirh 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973OECDP30432 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Film Number: n/a 

From: OECD PARIS 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 18/aaaaafnj. tel 

Line Count: 47 
Locator: TEXT ON-LINE 
Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: A. COCOM DOC (73) 2172 (STATE A-8947, ) 

Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
Review Content Flags: 

Review Date: 22 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22-Aug-2001 by izenbei0>; APPROVED <26-Nov-2001 by morefirh> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 
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Review Release Date: n/a 
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Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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